become much more than formerly, the principle Orna-
ment of our royal City, to the Honour of our Government,
and of this our Realm, we have caused several Designs to
that Purpose to be prepared by Dr. Christopher Wren,
Surveyor General of all our Works and Buildings, which
we have seen, and one of which we do more especially
approve, & have commanded a Model thereof to be made
after so large & exact a Manner, that it may remain as a
perpetual unchangeable Rule and Direction for the Con-
duct of the Whole Work) And whereas our former Com-
mission, in which the upholding and repairing the ancient
cathedral Church, is only designed and mentioned, doth
not sufficiently authorize & iinpower our said Commis-
sioners therein named, to begin and compleat a new
Fabrick upon new Foundations. Know ye, &c.

(Preamble to King's Commission, Nov. I2th, 1673)

THE ROYAL WARRANT UNDER THE SIGN-
MANUAL AND PRIVY-SEAL FOR BEGINNING
THE WORKS OF THE NEW CATHEDRAL OF
SAINT PAUL
CHARLES R.
Whereas We have been informed that a Portion of the
Imposition laid on Coals, which by Act of Parliament is
appointed and set apart for the rebuilding of the cathedral
Church of St Paul, in our capital City of London, doth
at present amount to a considerable Sum, which, tho* not
proportionable to the greatness of the Work, is notwith-
standing sufficient to begin the same; & with all the
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